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Message Text 


LIMITED OFFICIAL USE MANILA 14243 

E.O. 11652: NA 
TAGS: ASEC 

SUBJECT: EQUIPMENT DOCUMENTATION 

TSO OFFICE MANILA REQUIRES INSTALLATION, OPERATION AND MAIN- 
TENANCE MANUALS FOR THE FOLLOWING ALARM SYSTEMS: SYL VANIA FPS-1 
FENCE PROTECTION SYSTEM, BIRDSYE MULTI-BEAM IR SYSTEM, LINEAR 
CORP. FSK RECEIVERS AND TRANSMITTERS (ALL MODELS), AND 
PERIMAILERT FENCE PROTECTION SYSTEM. 
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Decaption Note: 
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Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 
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Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MANILA14243 

Document Source: CORE 

Document Unique ID: 00 
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Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770326-1255 
Format: TEL 
From: MANILA 
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Image Path: 

ISecure: 1 
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Line Count: 34 
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Reference: n/a 
Retention: 0 
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Review Event: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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SAS ID: 1334337 
Secure: OPEN 
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